TOTAL CONSERVATION FY 1977 FUNDING
RELATED TO ENVIRONMENTAL CONTROL: $5,984,000
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FIGURE 111-3   Distribution of Environmental Control Technology Funding in the
Office of the Assistant Administrator for Conservation.

